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CHAPEL  OF  OUR  LADY  at  ST.  LAWRENCE  CATHOLIC 
CHURCH:  Our  Lady's  statue  of  marble..  Panel  of 
Crucifixion  made  in  Capo  di  Monte.  Italy»  flanked  by 
tiles  of  onyx.  To  left  of  Tabernacle.  Sts.  Margaret, 
Lucia.  Cecilia,  Catherine  of  Alexandria;  right,  Sts. 
Barbara.  Agnes.  Agatha,  Rose  of  Lima.  Base  of  altar. 
Nativity  in  bas  relief  old  Italian  marble^  Left  altar 
colonnade  St.  Rufia,  right,  St.  Justa»  patronesses  of 
Sevilla.  Spain.  Arch  over  altar  seven  doves  represent 
Seven  Gifts  of  the  Holy  Ghost..  Large  window.  St.  Mary 
Star  of  the  Sea.  smalt.  St.  Raphael.  Cript  of  architect 
Raitiaal  Quastavino  designed  by  his  son  in  the 
Chapel  of  Our  Lady:  Located  on  Haywood  Street  in 
downtown  Asheville,  North  Carolina. 
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